1730  K  STREET NW, 6TH  FLOOR
WASHINGTON, D.C.    20006

July 29, 1985

JAMES 0. TURNER,

Complai nant

v.

CHANEY CREEK COAL COMPANY,

Respondent

DISCRIMINATION PROCEEDING
Docket No. KENT 84-201-D
BARB CO 84-26

ORDER OF DEFAULT

On July 13, 1984, Complainant filed a Complaint of discrimi
nation against you based on section 105(c) of the Federal Mine
Safety and Health Act of 1977.  On August 7, 1984, you were
Ordered to file your Answer to the Complaint or show good cause
for not doing so.  No Answer has been received.

Since you have not responded to the Order to Show Cause,
judgment by default shall enter in favor of the Complainant.

The Complainant is also ORDERED to submit a detailed state-
ment describing the relief to which he believes he is entitled.

Paul Mer 1 in

Chief Administrative Law Judge

Distributi on:

Mr. James 0. Turner, Rt. 1, Box 267, Baxter, KY 40806
(Certified Mail)

Chaney Creek Coal Company, P. 0. Box 282, Manchester, KY 40962
(Certified Mail)
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